To: Pierce, Maggie[Pierce. Maggie@epa.gov] 

From: Hermann, Karl 

Sent: Mon 8/1 0/2015 1 0:38:27 PM 

Subject: FW: Aug 9 public meeting materials 

#1 Gold King Mine FAQs Final-EPA typo corrected .pub 
2 Gold King Mine FINAL-water quality. pub 

Field Data 8 5 15 to 8 8 15.pdf 
Sampling locations map. pdf 


Karl A. Hermann 

Monitoring and Assessment 

Water Quality Unit, Region 8 

U.S. Environmental Protection Agency 

1595 Wynkoop Street, Mailcode 8EPR-EP 

Denver, CO 80202 

303-312-6628 

hermann.karl@epa.gov 


From: OBrien, Wendy 

Sent: Monday, August 10, 2015 1:35 PM 

To: Bahrman, Sarah; Graham, Richard; Brobst, Bob; Spence, Sandra; Hermann, Karl 
Subject: Aug 9 public meeting materials 


Wendy O’Brien, DVM, PhD, DABT 
Toxicologist, Ecosystems Protection and Remediation 


1803425 


ED 000552E 00006747-00001 



USEPA Region 8 
1595 Wynkoop Street 
Denver, CO 80202 


Phone: 303.312.6712 
FAX: 303.312.7151 


1803425 


ED 000552E 00006747-00002 



